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MEMORANDUM FOR 

THROUGH 

FROM 

SUBJECT 


Deputy Director for Administration 
Deputy Director for Intelligence 

Director of Scientific and Weapons Research 

Continued Service Agreement for Physicians' 
Comparability Allowance 


STAT 


1. As required by CIA | | a physician employed 

by the Office of Scientific and Weapons Research, has executed a Continued 
Service Agreement with the Agency in order to be eligible for Physicians' 
Comparability Allowance. This agreement expires on 21 November 1984. 

2. I have been advised by the Office of General Counsel that the 
expiration date of the statutory authority has been extended to 30 September 
1989. Attached for your approval is a Continued Service Agreement covering 
a two year extension on( who had previously been approved as 


eligible for the Physicians’ Comparability Allowance. 
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Attachment : 

Continued Service Agreement 
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